
BefcM embarking on constructional details^ a few 
words must be s said concerning measuring and 
test equipment required. . W u 

VOLTAGE STANDARD 

It is necessary, at an early stage of computer 
construction, to establish a voltage standard for setting 
up the PEAC circuits. 


The oscilloscope need 
specification, and could b 
However, it is often an ad 
area, and redundant televi 


